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E.O. 11652: N/A 

TAGS : PEOREAIDQAEG 

SUBJECT : QATARI LOAN TO SUEZ CANAL COMPANY AND GRANT FOR 
BUILDING HOSPITAL IN CAIRO 

REF: KUWAIT 5099 

1 . ON EVENING JAN 28 QATARI RADIO AND TV REPORTED SIGNING 
THAT SAME DAY IN CAIRO OF TEN MILLION DOLLAR LOAN FROM GOQ 
TO SUEZ CANAL COMPANY. SAME REPORT ANNOUNCED FIVE MILLION 
DOLLAR QATARI GRANT TOWARD BUILDING OF "SPECIAL PURPOSE " 
HOSPITAL IN CAIRO. 

2. COMMENT: SIGNING OF AGREEMENTS APPARENTLY IMPLEMENTATION 
OF COMMITMENTS MADE BY GOQ DURING LATE NOVEMBER VISIT BY 
PRIME MINISTER HIJAZI TO QATAR (REFTEL). 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: HOSPITALS, DEVELOPMENT LOANS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 30 JAN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975DOHA00123 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750034-0087 
From: DOHA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 97501 7/aaaaagfv.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 KUWAIT 5099 
Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 12 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12 MAR 2003 by RicharJA>; APPROVED <25 FEB 2004 by ShawDG> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: : OATARl LOAN TO SUEZ CANAL COMPANY AND GRANT FOR BUILDING HOSPITAL IN CAIRO 
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